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reactive and oxidizing chemicals be excluded from such packs, there
should be no significant hazard in landfilling or incinerating such packs.
If a suitably small upper limit were to be put on the size of individual
samples in such a pack, the prohibition on chemically incompatible
chemicals in such a pack could be replaced by a prescription for the
exercise of sound chemical judgment as to the types of chemicals being
included in the pack. Since such packs would often contain at least some
chemicals of unknown toxicity, they would usually be handled as con-
taining toxic material.

MANIFESTING

This committee favors adoption of a uniform manifest that would obviate
the need for additional or overlapping state manifests.

A simplified manifest for chemicals in a lab-pack-type pack could
comprise the following:

A.  A packing list of the quantities of chemicals in each class (see
preceding section) in the pack.

B.  The DOT proper shipping name for the pack.

C.  Certification that the pack contains no individual container larger
than 20 L (or 5 gallons); a lower maximum size would apply for Class
C packs.

D.  Certification that the pack contains no incompatible chemicals,
with the possible exception of Class C packs.

E.  For Class C packs:

(a)  Certification that the pack has no containers of reactive or
oxidizing chemicals.

(b)  Certification that the pack has no individual containers larger
than an established size limit.

(c)  If the pack contains small samples of possibly incompatible
chemicals, certification that sound chemical judgment was exercised in
selecting the contents of the pack.

RECORJDKEEPING

The recordkeeping requirements for generators of laboratory wastes
who ship their wastes off site should comprise the following:

A.  Retention of copies of packing slips for each individual pack for
3 years.

B.  Retention of a list of the number of packs in each laboratory waste